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THE DAIRY SHOULD BE WELL-LIGHTED AND VENTILATED.

THE MILK ROOM SHOULD BE LIMEWASHED AS OFTEN AS NECESSARY.

THERE SHOULD BE NO DRAIN INLET IN THE DAIRY.

ALL MILK SHOULD BE STRAINED THROUGH AN EFFICIENT STRAINER.

STERILE COTTON-WOOL DISCS ARE THE BEST ARTICLES FOR STRAINING
PURPOSES.

DAIRYMEN SHOULD INSIST THAT ALL MILK SENT TO THEM BY THE
PRODUCER is " CLEAN MILK."

EFFICIENT COOLING OF MILK IMMEDIATELY IT LEAVES THE cow is OF VITAL

IMPORTANCE.

THE MILK COOLER SHOULD BE CAPABLE OF BEING EASILY AND EFFICIENTLY
CLEANSED AND STERILISED.
ALL MILK VESSELS MUST BE THOROUGHLY CLEANSED AND STERILISED
IMMEDIATELY AFTER USE.
STEAM is THE MOST EFFICIENT MEANS OF STERILISATION.
THE USE OF STEAM DOES NOT NECESSARILY INVOLVE THE PROVISION OF
EXPENSIVE APPARATUS.
MlLKSHOPS SHOULD BE USED EXCLUSIVELY FOR THE CONDUCT OF PURELY
DAIRY BUSINESSES.
THE COOLING OF ALL MILK AND THE
STERILISATION    BY   STEAM   OF   ALL
MILK   VESSELS    IS   OF   THE   UTMOST
IMPORTANCE
Bulletin No. 6
Suitable for Producers and Distributors
TRANSIT   AND   DISTRIBUTION   OF  MILK
Milk may be distributed by rail, by road, or by hand, and in each case
there are many ways in which it may become contaminated. It must be
emphasised, therefore, that, however careful the methods adopted at the
place of production have been, these efforts will be very largely wasted if
CARE    IS   NOT   TAKEN   TO   SAFEGUARD   MILK   FROM   CONTAMINATION   DURING
TRANSIT  AND   DISTRIBUTION  TO  THE  CONSUMER.
Mttk Churns
Considerable care and attention is necessary in the case of milk churns
used for the transport of milk. The interiors of churns should be smooth
and free from seams, etc., which are liable to collect dust and dirt. Churns
are available which are constructed in one piece without seams. One of the
most important parts of the milk churn is the LID. The lid acts as a means
of protecting milk from contamination and also prevents wastage of milk
through spilling. Many older types of churn are provided with lids having
holes for ventilation purposes. These have been found to be quite un-
necessary, and, in fact, very undesirable since they considerably increase
the risk of dirt, etc., entering and contaminating the liquid. VENTILATED
CHURNS DO  NOT ASSIST THE KEEPING  QUALITY OF CLEAN  MILK.     A type of
churn can be procured in which an inner disc is provided which entirely pre-